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Elements Vol 2 has arrived! 



• Microprocessor control; enhanced electronics regulate both heating and stirring 

• Touch pad controls feature easy-to-read, independent LED displays for 
temperature, speed, and time 

• Durable, stainless steel top plate 

Shop Now 


AMRESCO* Ready PCR Mix 

• Direct to gel loading reduces sample handling 

• Immediate band visualization of the amplified product 

• Non-toxic and non-mutagenic 

Shop Now 


g 




• V « * S S S « S » S ffi S « » * * « * 

UVP® GelDoc-lt 2 ® Imagers 

• Capture high resolution fluorescent gel images and perform extensive 
quantitative analysis, image enhancement, and documentation 

• VisionWorks®LS software loads onto user's computer and uses one-touch 
buttons for simplified imaging 

• Includes Ethidium Bromide filter 

Shop Now 
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